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and so were fireplaces, too ~ View in your browser 


The Friends of the 
D.D. Collins House 


a a 


The fireplaces have come a long way since this photo was 
taken at the Christmas Open House Tour in 2015. 
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Fireplace ~ 2017 


The fireplace featured in this photograph is located 


in the dining room of the D.D. Collins House. The 
beriod appropriate hearths for each of the two 
fireplaces in the Collins House were originally 
located in the Olin House in what is known as the 


Fairmont area in Alton, Illinois. 


The hearths were secured for this project by 


contractor, Foe Hutton of Miller Maack. 


Read more... 
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Register of Historic Places Site. 


You're receiving this newsletter because you're one of our cherished subscribers. If 


you want to unsubscribe, please click and just let me know. 
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